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ACTION ARA-14 

INFO OCT-01 ISO-OO SS-15 CIAE-00 INR-10 NSAE-00 NSC-05 
/045 W 

087846 181445Z/43 

R 171717Z FEB 78 
FM AMEMBASSY PARAMARIBO 
TO SECSTATE WASHDC 4081 
INFO AMEMBASSY BRASILIA 
AMEMBASSY PORT OF SPAIN 

UNCLAS PARAMARIBO 260 

E.O. 11652: N/A 
TAGS: PINT NS 

SUB J : ILLNESS OF PRIME MINISTER ARRON 
REF: PARAMARIBO 232(NOTAL) 

1 . HAVING BEEN ADMITTED TO THE GOS-OPERATED ACADEMIC 
HOSPITAL FEBRUARY 14, PRIME MINISTER ARRON WAS STILL 
HOSPITALIZED AND UNDER OBSERVATION ON THE 17THM PUBLIC 
ANNOUNCEMENTS REPORTED HE WAS RESTING COMFORTABLY BUT 
APPARENTLY NO VISITORS ARE BEING ALLOWED. SEVERAL PHYSICIANS 
ARE ATTENDING THE PRIME MINISTER, INCLUDING ONE WHO IS A 
HEART SPECIALIST, BUT NO DETAILS OF HIS AILMENT ARE PUBLICLY 
KNOWN. 

2. CLOSE ON THE HEELS OF LAST OCTOBER S ELECTIONS 

AND THE FORMING OF HIS NEW CABINET, ARRON HAS KEPT UP A~ 

FOR SURINAM-FRENETIC PACE IN THE LAST SEVERAL WEEKS 
RECEIVING A STREAM OF RANKING VISITORS AND PUTTING 
TOGETHER A GOVERNMENT DECLARATION OUTLINING HIS PROPOSED 
POLICIES FOR THE COMING FOUR YEARS. DECLARATION WAS TO 
HAVE BEEN READ OUT IN PARLIAMENT ON THE 15TH, BUT THIS 
HAS NOW BEEN INDEFINITELY POSTPONED, PRESUMABLY UNTIL 
UNCLASSIFIED 
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ARRON IS UP TO PRESENTING IT IN PUBLIC HIMSELF. 

LORTON 
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